
FEATURES AND BENEFITS 

Superior MVA technology delivers the widest viewing angle, 
color density, and the sharpest image quality 

Generous viewing area and a space-saving design - easily 
replaces 21" CRTs 

Flicker-free image results in reduced eyestrain and increased 
productivity 

Digital and Analog video inputs offer flexible video options 

Built-in USB Hub for convenient accessory connections and 
a less cluttered work environment 

SXGA (1280 x 1024) high-resolution for a crystal-clear picture 

Full 3-year "Customer First" warranty featuring 
FREE 2-Day Air product replacement 

From Planar the flat panel display expert with 20 years 
experience delivering solutions from defibrillators to gas 
pumps, fighter jets, and automated teller machines. 



CT1904Z 19" SXGA 
with Speakers and 
Crystal-Clear Viewing 

Planar 's CT1904Z monitor utilizes superior MVA 
technology to deliver the widest viewing angle, color 
density, and the sharpest image quality It provides crisp 
text, brilliant color images, and a giant 19-inch viewing 
area - all in a small flat panel package. And you get flat 
panel convenience at an affordable price. 

The display is suitable for applications in today's most 
demanding business environments. All Planar desktop 
monitors come with standard 3-year "Customer First" 
warranty featuring free 2-Day Air product replacement. 

Flexible video input supports both standard analog 
video and digital input (DVI) for state-of-the-art 
image quality. With two integrated 2-watt speakers 
built-in you'll enjoy stereo sound without consuming 
desk space. 




Available in: 



Black White 



19" SXGA Multi-Media 

Flat Panel Monitor- CT1904Z 



WHY GO FLAT? Brilliant color, superior image clarity and easy 
on-screen menu controls offer the highest performance display 
while saving 75% in space and energy costs when compared 
with CRTs with the same viewable sizes (21-22" CRTs). With 
the widest viewing angles, flicker-free images, and less reflected 
light, flat panels reduce eyestrain and increase visual comfort 
and productivity 

The CT1904Z is an excellent choice for displaying performance 
graphics, medical images and other demanding applications, and 
all Planar monitors are backed by Planar 's 3-year "Customer 
First" warranty featuring an exclusive two-day no hassle product 
replacement for your peace of mind. 

WHAT DO YOU WANT TO SEE TODAY? Planar s CT1904Z monitor 
offers vibrant color with exceptional clarity and readability. With 
top-of-its-class MVA technology delivering excellent brightness 
and contrast, superior viewing angles and response time, all on a 
giant 19-inch viewing area, the display is suitable for applications 
in today's most demanding business environments. 

LEADERSHIP IN FLAT PANEL DISPLAYS. Planar has delivered flat panel 
display solutions for 20 years in the medical, military, industrial 
and transportation markets. You '11 find Planar displays in every gas 
pump in North America, more than half the world's automated 
teller machines (ATMs), and most medical patient monitoring 
systems. In fact, Planar is the largest U.S. supplier of medically 
certified flat panel monitors in the world. Our focus on quality, 
performance and sleek design makes us everyone's choice for flat 
panel monitors. 




For more information, visit our website at www.planar.com 
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TECHNICAL SPECIFICATIONS 



Display Panel 




19" color SXGA active matrix LCD (TFT) 


Color 




16.7 million 


Viewing Angle 




1 70° vertical and horizontal 


Luminance 




250 cd/m2 


Contrast Ratio 




500:1 


Response Time 




15 ms rise, 10 ms fall 


Refresh Rate 




50-75 Hz 


Supported Resolution 




SXGA (1 280 x 1 024), XGA (1 024 x 768), 
SVGA (800 x 600), VGA (640 x 480), and others. 


Audio 




Stereo speakers with integral amp, 1W/channel 


Pixel Pitch 




0.294 mm x 0.294 mm 


Display Active Area 


WxH 


1 9 inches diagonal, 1 4.8 inches x 1 1 .85 inches 


Display dimensions 


WxHxD 


18.39 inches x 17.8 inches x 9.53 inches 




Weight 


21 lbs / 9.5 kg 


Supply Voltages 




100-240 V~,50-60Hz 


Power Consumption 




50W max (5W standby) 


Video Inputs 


Type 


Analog RGB, and Digital (DVI) 


External Connections 


AC input connector 


IEC320 inlet 




Video-input jack(s) 


Analog D-sub 15-pin, Digital 24-pin DVI 




Audio port 


Standard 1/8-inch audio jack 




USB Hub 


1 upstream port, 2 downstream ports 




Video cable 


Length 1 .5 meter 


Features 




On screen display (0SD) and Multi-language support 


Options 




VESA adapter plate available (100 mm x 100 mm) 
Wall mounting kit available 


Product Approvals 


Safety Standards 


UL/CSA, TUV-GS, CE Mark 




EMI Standards 


FCC/B, VCCI, CE Mark 




Ergonomic Standards 


TC0 1999, EPA Energy Star Program 



PLANAR SYSTEMS, INC. 

1195 NW Compton Drive 

Beaverton, Oregon 97006-1992 USA 

Phone +1 (866) PLANAR- 1 (1-866-752-6271) 

Fax +1 (503) 748-4662 

Email DesktopMonitors@Planar.com 

SHIPPING ADDRESS: 

7205 NW Evergreen Parkway 
Hillsboro, Oregon 97124 




